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BY COURTESY OF  (I)   H.   FARNiER,   (2,  5)   THE   DIRECTOR  OF  THE  VICTORIA AND ALBERT MUSEUM,   (3)   THE  CONTROLLER  OF   H.M.   STATIONERY   OFFICE,   PHOTOGRAPHS,   (4,   6)   ALINARI

EXAMPLES OF RENAISSANCE  IRONWORK

1.  Iron gate and grille at Nancy, France                                                    4. Lantern  on the Strozzi Palace,  Florence, by  Nfccolo Grossl   (II

2.   Grille from northern Italy, showing the delicate Italian style                        Caparra), an Iron worker under the patronage of Lorenzo de'

3.   Iron gates formerly at Devonshire House, PlooadMly, London; now               Medici, end of 15th century

tnoorporated In railing on the opposite side of the road

5.   Ironwork  railing  around  a  balcony at Versailles,  France.   Late
ISth century
6.   Part of Iron hinge work on central door, facade of the Cathedral
of Notre Dame, Paris